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Welcome to Mirrors and Marble Inc. 

Welcome to the New World of Personnel Lighting. Our Commercial Grade of LED Back Lighted 
Mirrors are being used throughout the World in some of the most Prestigious 5 Star Hotels, Spas 
and Make-up Studios. They produce the Perfect Light Color ( 6400 Kelvin ) to reflect your Image 
in Sunlight conditions. We give a 5 Year Warranty from date of purchase. Our LED lighting is 
rated at 50,000 hrs of use which is a lifetime in a normal home setting. The average lighted 
mirror only draws 30-40 watts of Power yet gives over 200 Watts of lighting. 

Thinking GREEN, The Average Cost of Lighting Our Mirrors is Only 1/2 CENTS Per HOUR. For 
Quantity Orders or Quotes Please contact me, Steven Lyon, at 704-796-9077 or E Mail at 
Steveatdirect@live.com or MirrorsandMarble@Yahoo.com. 

Our Natural Marble Pedestals come in a variety of Colors, Styles and Sizes. They are ALL marble 
from the finest Quarries in the World. 

We invite you to browse through our store and shop with confidence. We invite you to create an 
account with us if you like, or shop as a guest. Either way, your shopping cart will be active until 
you leave the store. 



About Us 



Our mission is simple: to provide the best products and service to our customers at the lowest 
prices possible. We take great pride in our company, our commitment to customer service and 
in the products we sell. Our online store is designed to provide you with a safe and secure 
environment to browse our product catalog. 



